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Cytochrome P450 
Application of HPLC analysis of scoparone 
and its metabolites in the study of cyto- 
chrome P450 differentiation in vitro 489 
Deoxythymidylate 
HPLC assay for thymidylate synthase from 
the human malaria parasite, Plasmodium 
falciparum 651 
Deoxyuridylate 
HPLC assay for thymidylate synthase from 
the human malaria parasite, Plasmodium 
falciparum 651 
N-Desmethylmethoxyphenamine 
Enantioselective GC assays with electron- 
capture detection for methoxyphenamine 
and its three primary metabolites in human 
urine 61 
O-Desmethylmethoxyphenamine 
Enantioselective GC assays with electron- 


capture detection for methoxyphenamine 
and its three primary metabolites in human 
urine 61 
2,4-Diamino-N'°’-methylpteroic acid 
Rapid quantitation of methotrexate and its 
metabolites in human serum, urine and bile, 
using solid-phase extraction and HPLC 476 
Diazepam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
lites inplasme 295 
Dinitrophenylethanolamine glycero- 
phospholipids 
Separation of the molecular species of di- 
acyl and alkenylacyl! subclasses of the methyl 
ester of dinitrophenylethanolamine 
glycerophospholipids by HPLC 239 
Dopamine 
Determination of catecholamines in human 
plasma by HPLC: comparison between a 
new method with fluorescence detection and 
an established method with electrochemical 
detection 17 
Dopamine 
Microassay for N-acetyltransferase activity 
using HPLC with electrochemical detection 
287 
Dopamine agonist N-0437 
Analysis of the dopamine agonist N-0437 in 
rat serum using reversed-phase HPLC with 
electrochemical detection 210 
Elastin 
Reversed-phase LC of elastin peptides 41 
Enzymes 
HPLC assay for thymidylate synthase from 
the human malaria parasite, Plasmodium 
falciparum 51 
Enzymes 
Microassay for N-acetyltransferase activity 
using HPLC with electrochemical detection 
287 
17-Epimethandrostenolone 
Determination of methandrostenolone and 
its metabolites in equine plasma and urine 
by coupled-column LC with UV detection 
and confirmation by tandem MS _ 341 
Epinephrine 
Determination of catecholamines in human 
plasma by HPLC: comparison between a 
new method with fluorescence detection and 
an established method with electrochemical 
detection 17 





Ethanol 
Simplified GC analysis of ethanol in blood 
and tissue 228 
Ethanolamine glycerophospholipids 
Separation of the molecular species of di- 
acyl and alkenylacyl subclasses of the methyl 
ester of dinitrophenylethanolamine 
glycerophospholipid by HPLC 239 
1-[2-Ethoxy-2-(3'-pyridy]l ) ethyl ]-4-(2'- 
methoxypheny] ) piperazine 
Determination of the antihypertensive drug 
1-[2-ethoxy-2-(3' -pyridyl ) ethyl ] -4-(2'- 
methoxypheny])piperazine (IP/66) in rat 
and human plasma by HPLC and isotope 
dilution MS 331 
Factor IX 
Separation of vitamin K-dependent coagu- 
lation factors in sulphated cellulose 173 
Fatty acid radicals 
Separation of polyunsaturated fatty acid 
radicals by HPLC with election spin reso- 
nance and UV detection 9 
Fatty acids 
GC fatty acid determination to differen- 
tiate Nocardia asteroides, Mycobacterium 
fortuitum and Mycobacterium chelonei 142 
Fenoldopam 
Simplified procedures for the determina- 
tion of fenoldopam and its metabolites in 
human plasma by HPLC with electrochem- 
ical detection: comparison of manual and 
robotic sample preparation methods 385 
Ferrocene reagents 
Sensitive ferrocene reagents for derivatiza- 
tion of amines for HPLC with electrochem- 
ical detection 247 
Flecainide 
Therapeutic drug monitoring of flecainides 
using HPLC and comparison with fluores- 
cence polarisation immunoassay 409 
Flunitrazepam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
litesinplasma 295 
5-Fluorocytosine 
Rapid and sensitive method for the deter- 
mination of 5-fluorocytosine in human 
plasma by ion-pairHPLC 183 
2-{3-[4-(4-Fluoropheny]) -1- piperaziny] ] 
propy!}-6,7,8,9-tetrahydro-2H- 
naphtho[2,3-b] [1,4 ]oxazin-3 (4H)-one 
Sensitive HPLC determination of ionic 
drugs in biological fluids with short-wave- 
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length UV detection using column switch- 
ing combined with ion-pair chromato- 
graphy: application to basic compounds 357 
Folates 
Determination of reduced folate derivatives 
in tissue samples by HPLC with fluori- 
metric detection 456 
Gallopamil 
GC determination of gallopamil and nor- 
gallopamil in human plasma 73 
Glucosamine 
GC determination of (phosphorylated) 2- 
keto-3-deoxyoctonic acid, heptoses and glu- 
cosamine in bacterial lipopolysaccharides 
after treatment with hydrofluoric acid, 
methanolysis and trifluoroacetylation 1 
Glutamate 
y-Aminobutyric acid, glutamate, glycine and 
taurine analysis using reversed-phase HPLC 
and UV detection of dansyl chloride deriv- 
atives 167 
Glycine 
y-Aminobutyric acid, glutamate, glycine and 
taurine analysis using reversed-phase HPLC 
and UV detection of dansy] chloride deriv- 
atives 167 
Haemoglobin Bart’s 
Quantitation of hemoglobins Bart’s, H, 
Portland-I, Portland-II and Constant Spring 
by anion-exchange HPLC 265 
Haemoglobin Constant Spring 
Quantitation of hemoglobins Bart’s, H, 
Portland-I, Portland-II and Constant Spring 
by anion-exchange HPLC 265 
Haemoglobin H 
Quantitation of hemoglobins Bart’s, H, 
Portland-I, Portland-II and Constant Spring 
by anion-exchange HPLC 265 
Haemoglobin Portland-I 
Quantitation of hemoglobins Bart’s, H, 
Portland-I, Portland-II and Constant Spring 
by anion-exchange HPLC 265 
Haemoglobin Portland-II 
Quantitation of hemoglobins Bart’s, H, 
Portland-I, Portland-II and Constant Spring 
by anion-exchange HPLC 265 
Heptoses 
GC determination of (phosphorylated) 2- 
keto-3-deoxyoctonic acid, heptoses and glu- 
cosamine in bacterial lipopolysaccarides 
after treatment with hydrofluoric acid, 
methanolysis and trifluoroacetylation 1 
Hippurate 
Rapid method for the determination of hip- 
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purate in biological fluids by HPLC 440 
Hormones 
Rapid separation of tritiated thyrotropin- 
releasing hormone and its catabolic prod- 
ucts from mouse and human central ner- 
vous system tissues by HPLC with radio- 
active flow detection 275 
Hormones 
Analysis of term human milk concentra- 
tions of 3,5,3’ -triido-L-thyronine by HPLC 
and radioimmunoassay: correlation with 
circulating serum levels in lactating women 
445 
9-Hydroxylamine-1,2,3,4-tetrahydroacridine 
Identification of 9-hydroxylamine-1,2,3,4- 
tetrahydroacridine as a hepatic microsomal 
metabolite of tacrine by HPLC and electro- 
chemistry 401 
5-Hydroxymethoxyphenamine 
Enantioselective GC assays with electron- 
capture detection for methoxyphenamine 
and its three primary metabolites in human 
urine 61 
7-Hydroxymethotrexate 
Rapid quantitation of methotrexate and its 
metabolites in human serum, urine and bile, 
using solid-phase extraction and HPLC 476 
Hydroxypropyl-8-cyclodextrin 
Determination of hydroxypropyl-f-cyclo- 
dextrin in plasma and urine by size-exclu- 
sion chromatography with post-column 
complexation 99 
m-lodobenzylguanidine 
Determination of m-iodobenzylguanidine in 
serum and uring by HPLC 177 
Ionic drugs 
Sensitive HPLC determination of ionic 
drugs in biological fluids with short-wave- 
length UV detection using column switch- 
ing combined with ion-pair chromato- 
graphy: application to basic compounds 357 
Isoprenaline 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Isoscopoletin 
Application of HPLC analysis of scoparone 
and its metabolites in the study of cyto- 
chrome P450 differentiation in vitro 489 
Isradipine 
Determination of isradipine and the oxida- 
tive pyridine metabolite in human plasma 
by HPLC 483 


Keto acids 
Micro-method for measurement of 
branched-chain keto acid concentrations in 
plasma from sheepand man 434 
2-Keto-3-deoxyoctonic acid 
GC determination of (phosphorylated) 2- 
keto-3-deoxyoctonic acid, heptoses and glu- 
cosamine in bacterial lipopolysaccharides 
after treatment with hydrofluoric acid, 
methanolysis and trifluoroacetylation 1 
Lipids 
Separation of the molecular species of di- 
acyl and alkenylacyl subclassed of the methyl 
ester of dinitrophenylethanolamine 
glycerophospholipid by HPLC 239 
Lipoproteins 
Purification of human apolipoprotein A-IV 
by fast protein LC 154 
Lorazepam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
litesin plasma 295 
(— )-Menthyl chloroformate 
Resolution of antihypertensive aryloxypro- 
panolamine enantiomers by reversed-phase 
chromatography of (—)-menthyl chloro- 
formate 197 
Metanephrine 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Methandrostenolone 
Determination of methandrostenolone and 
tis metabolites in equine plasma and urine 
by coupled-column LC with UV detection 
and confirmation by tandem MS_ 341 
Methotrexate 
Rapid quantitation of methotrexate and its 
metabolites in human serum, urine and bile, 
using solid-phase extraction and HPLC 476 
3-Methoxy-4-hydroxymandelic acid 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
3-Methoxy-4-hydroxyphenylethylene glycol 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Methoxyphenamine 
Enantioselective GC assays with electron- 





capture detection for methoxyphenamine 
and its three primary metabolites in human 
urine 61 
Methyl-2-(4-diphenylmethy]-1-pipera- 
zinyl ethyl ( + )-1,4-dihydro-2,6-dimethyl- 
4-(m-nitropheny] ) -3,5-pyridine- 
dicarboxylate 
Sensitive HPLC determination of ion drugs 
in biological fluids with short-wavelength 
UV detection using column switching com- 
bined with ion-pair chromatography: appli- 
cation to basic compounds 357 
3-O-Methylisoprenaline 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Midazolam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
lites inplasma 295 
Mycobacterium chelonei 
GC fatty acid determination to differen- 
tiate Nocardia asteroides, Mycobacterium 
fortuitum and Mycobacterium chelonei 142 
Mycobacterium fortuitum 
GC fatty acid determination to differen- 
tiate Nocardia asteroides, Mycobacterium 
fortuitum and Mycobacterium chelonei 142 
Nesosteine 
HPLC assay of nesosteine in human plasma 
and urine 117 
Nocardia asteroides 
GC fatty acid determination to differen- 
tiate Nocardia asteroides, Mycobacterium 
fortuitum and Mycobacterium chelonei 142 
Noradrenaline 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Norbuprenorphine 
Quantitative determination of buprenor- 
phine and its active metabolite, norbupre- 
norphine, in human plasma by GC-chemi- 
calionizationMS 469 
Norepinephrine 
Determination of catecholamines in human 
plasma by HPLC: comparison between a 
new method with fluorescence detection and 
an established method with electrochemical 
detection 17 
Norgallopamil 
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GC determination of gallopamil and nor- 
gallopamil in human plasma _ 73 
Normetanephrine 
Analysis of the O-methylated metabolites of 
isoprenaline, adrenaline and noradrenaline 
in physiological salt solutions by HPLC with 
electrochemical detection 29 
Octopamine 
Microassay for N-acetyltransferase activity 
using HPLC with electrochemical detection 
287 
Organic acids 
HPLC method for the rapid profiling of 
plasma and urinary organic acids 147 
Oxazepam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
litesinplasma 295 
Oxybutynin 
GC-MS analysis of plasma oxybutynin us- 
ing a deuterated internal standard 91 
Peptides 
Reversed-phase LC of elastin peptides 41 
Peptides 
Separation of peptides from sodium dodecy] 
sulphate by HPLC 450 
Perphenazine 
Determination of perphenazine in serum by 
LC 215 
Phosphonic acid angiotensin-convering en- 
zyme inhibitor 
Body fluid analysis of a phosphonic acid an- 
giotensin-converting enzyme inhibitor us- 
ing HPLC and post-column derivatization 
with o-phthalaldehyde 135 
Piroxicam 
Rapid analysis of piroxicam in dog, rat and 
human plasma by HPLC 232 
Plasmalogen 
Separation of the molecular species of di- 
acyl and alkenylacy] subclasses of the methyl 
ester of dinitrophenylethanolamine 
glycerophospholipid by HPLC 239 
Polyunsaturated fatty acids 
Separation of polyunsaturated fatty acid 
radicals by HPLC with electron spin reso- 
nance and UV detection 9 
Propranolol 
Enantioselective drug monitoring of (R)- 
and (S)-propranolol in hyman plasma via 
derivatization with optically active (R,R)- 
O,O0-diacetyl tartaric acid anhydride 375 
2-(N-Propyl-N-2-thienylethylamino ) -5- 
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hydroxytetralin 
Determination of enantiomeric purity of the 
new D-2 dopamine agonist 2- (N-propyl-N- 
2-thienylethylamino ) -5-hydroxytetralin 
(N-0437) by reversed-phase HPLC after 
pre-column derivatization with D(+ )-glu- 
curonicacid 125 

2-(N-Propyl-N-2-thienylethylamino) -5- 
hydroxytetralin 
Analysis of the dopamine agonist N-0437 in 
rat serum using reversed-phase HPLC with 
electrochemical detection 210 

Proteins 
a-Acid glycoprotein HPLC column 
(EnantioPAC ) as a screening tool for pro- 
tein binding 257 

Pyridines 
Determination of isradipine and the oxida- 
tive pyridine metabolite in human plasma 
by HPLC 483 

Pyrimidines 
Rapid and sensitive method for the deter- 
mination of 5-fluorocytosine in human 
plasma by ion-pairHPLC 183 

Reduced glutathione 
LC determination of common water-soluble 


. antioxidants in biological samples 463 
Scoparone 
Application of HPLC analysis of scoparone 
and its metabolites in the study of cyto- 
chrome P450 differentiation in vitro 489 


Scopoletin 
Application of HPLC analysis of scoparone 
and its metabolites in the study of cyto- 
chrome P450 differentiation in vitro 489 

Serotonin 
Microassay for N-acetyltransferase activity 
using HPLC with electrochemical detection 
287 

Sodium dodecy] sulphate 
Separation of peptides from sodium dodecy] 
sulphate by HPLC 450 

Steroids 
Determination of methandrostenolone and 
its metabolites in equine plasma and urine 
by coupled-column LC with UV detection 
and confirmation by tandem MS_ 341 

N-Succinimidy] 3-ferrocenylpropionate 
Sensitive ferrocene reagents for derivatiza- 
tion of amines for HPLC with electrochem- 
ical detection 247 

Sugars 
GC determination of (phosphorylated) 2- 
keto-3-deoxyoctonic acid, heptoses and glu- 


cosamine in bacterial lipopolysaccharides 
after treatment with hydrofluoric acid, 
methanolysis and trifluoroacetylation 1 
Sulphated cellulose 
Separation of vitamin K-dependent coagu- 
lation factors on sulphated cellulose 173 
Tacrine 
Identification of 9-hydroxylamine-1,2,3,4,- 
tetrahydroacridine as a hepatic microsomal 
metabolite of tacrine by HPLC and electro- 
chemistry 401 
Taurine 
y-Aminobutyric acid, glutamate, glycine and 
taurine analysis using reversed-phase HPLC 
and UV detection of dansyl chloride deriv- 
atives 167 
Thiamylal 
Measurement of thiamylal in human plasma 
using reversed-phase HPLC 204 
Thymidylate synthase 
HPLC assay for thymidylate synthase from 
the human malaria parasite, Plasmodium 
falciparum 61 
Thyroid hormones 
Analysis of term human milk concentra- 
tions of 3,5,3' -triido-L-thyronine by HPLC 
and radioimmunoassay: correlation with 
circulating serum levels in lactating women 
445 
Thyrotropin-releasing hormone 
Rapid separation of tritiated thyrotropin- 
releasing hormone and its catabolic prod- 
ucts from mouse and human central ner- 
vous system tissues by HPLC with radio- 
active flow detection 275 
Triazolam 
Capillary GC-MS method for the identifi- 
cation and quantification of some benzodi- 
azepines and their unconjugated metabo- 
litesin plasma 295 
3,5,3'-Triido-L-thyronine 
Analysis of term human milk concentra- 
tions of 3,5,3’ -triido-L-thyronine by HPLC 
and radioimmunoassay: correlation with 
circulating serum levels in lactating women 
445 
Uric acid 
LC determination of common water-soluble 
antioxidants in biological samples 463 
Valproic acid 
Automated analysis procudure for valproic 
acid in blood, serum and brain dialysate by 
HPLC with bromomethylmethoxy-cou- 
marin as fluorescent label 496 





Vancomycin 
Rapid and specific method for the deter- 
mination of vancomycin in plasma by HPLC 
onanaminopropylcolumn 421 
Xylometazoline 
Determination of xylometazoline in plasma 
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and urine by GC using a fused-silica capil- 
lary column and an electron-capture detec- 


tor 
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